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Abstract — Soy Milk (SM) is an important and healthy 
substitute for people who are allergic to cow milk protein and 
lactose. The aim of this work was to propose a new method for 
the quantitative analysis of Cow milk “as adulterant” (Adult.) in 
a binary mixture with Soy milk by applying Attenuated Total 
Reflectance-Fourier Transform Mid InfraRed Spectroscopy 
(ATR-FTMIR) associated with chemometric methods. Blends of 
Soy milk with different percentages of Cow milk were measured 
using ATR-FTIR spectroscopy. Spectral and reference data 
were firstly analyzed by principal component analysis (PCA). 
Partial least square regression (PLSR) was used to establish 
calibration model. Excellent correlation between ATR-FTIR 
analysis and studied milk blends was obtained R2 = 0.99; with 
Root Mean Square Errors of Prediction < 2.31, Limit of 
Detection 6.923%. This result demonstrated the feasibility of 
ATR-FTIR spectroscopy combined with chemometrics to 
quantify successfully binary mixtures of Soy milk in the 0-40 % 
weight ratio range of Cow milk with a reliable, rapid and 
inexpensive tool without the need for sample preparation. 


Index Terms — Chemometric methods, Mid Infrared 
Spectroscopy, Quantification, Soy milk. 


I. INTRODUCTION 

Milk and dairy product consumption is recommended by 
most nutritional experts because of their beneficial effects or 
calcium uptake and bone mineralization and as a source of 
valuable protein [1], [2], 

Soymilk (SM) is often used as an alternate of dairy milk 
due to quite similar protein as of cow milk, except sulphur 
containing amino acids, in which SM is deficient [3]. 

In fact, soy milk consumption has been increasing in 
Morocco who imports this vegetable product for diet and 
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persons are allergic to cow milk protein and lactose. 
However, in spite of its nutritional merits, it has not gained 
much popularity due to its flavor and its higher prices 
compared to cow milk. 

Additionally, the authenticity of raw materials and food 
products presents a huge importance for regulatory agencies, 
consumers, food processors, and industries, in order to satisfy 
food quality and safety requirements [4], [5]. In this case, it is 
extremely important to develop an effective, convenient and 
quick method to detect and authenticate of milk products. 

According to literature, various analytical techniques have 
been tried and developed to ensure the quality of dairy 
products, and especially milk authenticity. As a tool for 
ensuring authenticity of milk, digital colour image analysis 
combined with chemometrics methods has been successfully 
applied to detect adulterations in liquid milks [6] and 
discriminate adulterated milks from authenticated milks [7], 
[8]. Also, Near InfraRed Spectroscopy (NIRS), has been used 
in the authenticity of adulterated food [9], [10] and detection 
of the contents of adulterants in powdered or liquid milk [11], 
[12], [13]. Fourier Transform Mid Infrared (FTMIR) 
spectroscopy is a rapid biochemical fingerprinting technique 
[14], It can be potentially applied to deliver results with the 
same accuracy and sensitivity as the reference methods in 
short time [15]. 

In this context, the objective of this current study was to 
explore the possibility of using ATR-FTMIR spectroscopy 
with chemometric tools for the detection and quantitative 
prediction of cow’s milk in Soy milk. 

H. MATERIALS AND METHODS 

A. Samples preparation 

Soy milk and Cow milk were purchased in a local 
supermarket. For the adulteration study, milk samples were 
prepared by mixing Soy milk (SM) with Cow milk in the 
range of 0-40%. The samples were analysed directly at 
ambient temperature. 

There were 45 samples in total, among which 30 samples 
were randomly taken for establishing principal component 
analysis (PCA) and partial least square regression (PLSR) 
model. Other 15 samples were used for testing the reliability 
of the model. 

B. ATR-FTIR analysis 

ATR-FTIR spectra were obtained using a PerkinElmer 
spectrum, Version 10.5.1 equipped with an attenuated total 
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reflectance accessory with DTGS detector, Globar (MIR) 
Source and KBr Germanium separator, with a resolution of 4 
cm -1 at 60 scans. Spectra were scanned in the absorbance 
mode from 4000 to 450 cm -1 and the data were handled with 
PerkinElmer logiciel. The adulterated milk samples were 
directly placed, without preparation on an Attenuated Total 
Reflectance cell provided with a diamond crystal. Analyses 
were carried out at room temperature (25 °C). The background 
was collected before every sample was measured. Between 
spectra, the ATR plate was cleaned in situ by scrubbing with 
ethanol solution, enabling to dry the ATR. 

C. Data pre-processing procedures 

In this study, a series of pre-processing elaborations were 
tested on the spectral data prior to the multivariate calibration. 
In fact, several pre-processing methods were applied before 
calibration development in order to find regression model 
with as high a predictive power as possible. The 
Savitzky-Golay [16] and Norris gap [17] algorithms were 
tested for data derivatisation. Standard normal variate (SNV) 
and multiple scatter correction (MSC) [18] were also tested. 
For data pre-treatment giving best result is the derivative 
function. In all PCA and PLSR models, second derivative 
through the Gap segment algorithm has been applied as 
preprocessing technique with centered data, in order to 
correct the spectrum by separating overlapping peaks and to 
enhance spectral differences. 

D. Chemometric tools 

• Principal Component Analysis (PCA) 

Principal component analysis (PCA) is an unsupervised 
technique commonly used for quantification, characterization 
and classification of data. It is based on variance, transforms 
the original measurement variables into new uncorrelated 
variables called principal components [19], [20]. It maps 
samples through scores and variables by the loadings in a new 
space defined by the principal components. The PCs are a 
simple linear combination of original variables. The scores 
vectors describe the relationship between the samples and 
allow checking if they are similar or dissimilar, typical or 
outlier. It provides a reduction in data set dimensionality and 
allows linear combinations of the original independent 
variables that are used to explain the maximum of data set 
variance [21], 

• Partial least squares regression (PLSR) 

Partial least squares regression (PLSR) [22] is popular and 
the most commonly used multivariate calibration 
chemometric methods. It is able to resolve overlapping 
spectral responses [23]. It assumes a linear relationship 
between the measured sample parameters (for example, 
concentration or content) and the experimentally measured 
spectra. 

PLSR attempts to maximize the covariance between X and 
y data blocks as it searches for the factor subspace most 
congruent to both data blocks. A new matrix of weights 
(reflecting the covariance structure between the X and y) is 
calculated and provided rich factor interpretation information 
[24]. 

In this study, the collected MIR spectra will be used as the 
X matrix, and the Cow milk compositions of the different milk 
samples will be used as the Y vector. 

• Software 


The pre-treatment procedures and all chemometric models 
(PCA and PLSR) were performed by using the Unscrambler 
X software version 10.2 from Computer Aided Modelling 
(CAMO, Trondheim, Norway). 

III. RESULTS AND DISCUSSION 

A. ATR-FTMIR spectral analysis 

In the first step, ATR-Fourier transform mid infrared 
(ATR-FTMIR) spectra of pure Soy milk (SM) and Cow milk 
(Adult.) were obtained. One spectrum is the average of 60 
scans of the same sample of milk on FT-MIR. The average 
spectra of all considered samples are presented in Fig.l. 

In the second step, ATR- FTMIR spectra of 45 samples of 
the adulterated milk were recorded in triplicate and a mean 
spectrum was calculated for studied samples. The resultant 
mean spectrum of binary mixtures (SM- Adult.) is shown in 
Fig.l. 



Fig.l. ATR-FTMIR spectra of Soy Milk (SM), Cow milk 
(Adult.) and binary mixtures SM-Adult. at MIR region of 
4000-450 cm 1 

In Fig.l, the obtained spectra are dominated by the significant 
bands of water are clearly visible in the studied milks spectra 
at 3400 cm" 1 . The band of aromatic ring stretch of lignin 
should appear at 1604 cm" 1 . However, this region was 
obscured by the strong water deformation band centered at 
1638 cm' 1 . The typical infrared pattern of sugar is observed in 
the region 1200 - 900 cm' 1 . The two small bands at 2927 cm" 1 
and 2856 cm" 1 are characteristic of fatty acids. 

In fact, the main signals in the mid-IR region are in 
1800-1500 cm -1 . There is a band at about 1680 cm -1 which is 
associated with the C=0 stretching of proteins. On the other 
hand, C=0 stretching band of amide I and N-H bending of 
amide II are both located in this spectral region [25]. 

In fact, MIR spectroscopy is a fingerprint technique, allows 
differentiating between authentic milks and those adulterated 
with others by observing the spectra changes due to the 
adulteration. According to Fig.l, the MIR spectra obtained of 
the studied milks (pure or adulterated) to be similar. The 
detection of adulteration is more difficult, especially when the 
adulterant has similar chemical composition to that of the 
original one. In this case, chemometric methods appeared to 
be ideal to provide an effective solution, as they allow 
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extracting of unspecific analytical information from the 
full-spectra or large regions of them. 

With the aim to obtain more information from theATR- 
FTMIR spectral data, the spectra were firstly subjected to 
mathematical elaboration. The best improvement in data 
variance was reached when the derivative function through 
the Gap segment algorithm was used. Best results were 
obtained by fixing the following parameters: 2 nd order, gap 
size 17 and segment size 15, with centered data. 

B. Statistical analysis 
• PCA modeling 

Principal component analysis was carried out to detect the 
presence of any spectral outliers in the spectral data, prior to 
develop a prediction model using PLS regression. 

Many studies indicate that PCA is a useful tool for the 
identification of spectral outliers in the absorbance spectra of 
the samples and can be employed to increase the quality of the 
prediction model [26]. Fig.2 shows the score plot obtained by 
PCA model in calibration set of adulterated milks. 





PC-1 (96%) 

Fig.2. PCI / PC2 Score plot by PCA analysis on the 
calibration set of binary mixtures (Soy milk- Cow milk) 
samples 

According to Fig.2 of PCA score plot, the data set 
contained one spectral « outlier » (28). However, at first, the 
prediction model (PLSR) was building with all samples 
including this sample to insure his nature (outlier or extreme 
sample). 

• PLSR modeling 

The quantification of Cow milk as adulterant in Soy milk 
was carried out using PLS algorithm. The PLSR model is built 
by considering the all spectra range 4000-450 cm" 1 with X as 
variable and the Y variables is associated to different 
percentages of the adulterant. The data set contained 30 milk 
samples including the spectral of number 28, the « outlier » 
sample identified by PCA (Fig.2) because it is considered 
extreme by PLS. 

The PLSR model was evaluated using coefficient of 
determination (R 2 ) in calibration, root-mean- square error of 
calibration (RMSEC) and cross validation (RMSECV). Root 
mean square error of cross-validation (RMSECV), recovery 
percentage and coefficient of determination (R 2 ) were used as 
parameters to determine appropriate number of latent 
variables (LV) [27], [28], 


The resulting regression model seems to be able to predict the 
percentage of Cow milk, as adulerant in the milk samples 
(Fig-3). 

The PLSR model is validated by full cross validation. The 
obtained statistical parameters RMSEC, RMSECV and R 2 are 
summarized in Fig.3. The coefficient of determination (R 2 ) of 
0.99, RMSEC of 1.32 and RMSECV of 2.267, could be 
considered satisfactory. 

Four VLs are necessary to have a good PLSR performance. 
Tablel lists the explained variances from the developed 
model. 


Predicted vs. Reference 



Reference Y (Adult.%, Factor-4) 

Fig.3. The relationship between actual and estimated 
percentages of adulterant in Soy milk, obtained from the 
final PLSR model developed from the ATR-FTMIR spectra 


Tablel. Explained variances (%) of LVs used in the PLSR 
model. 


Explained 

LV 1 

LV2 

LV3 

LV4 

Calibration 

72.17697 

93. 20123 

98.11885 

99. 50726 

Validation 

70.11115 

90. 75676 

96. 56287 

98. 55492 


•Prediction of Cow milk percentage in the new adulterated 
milk samples ( External validation) 

In order to verify the applicability, performance and how 
reliable this model in estimating the percentage of cow milk in 
binary mixtures with Soy milk, the external validation process 
was carried out. 

PLSR model is used to predict percentage of Cow milk in 
new blend samples. The new samples were prepared within 
the range considered by the original database (0-40%). These 
samples have the same matrix effects as samples of 
calibration set. In this step, the model was subdued to 
validation procedure by quantifying the new objects. 

The PLSR model was applied to a group of external 
samples (15 samples), the results are shown in Fig.4. 

Fig.4 shows the PLSR model reconstructed by external 
validation samples, following the same previous 
pre-treatments. This PLSR model correlates the « actual » and 
« predicted » values of Cow milk percentages obtained from 
ATR-FTMIR spectra. The difference between the actual and 
the predicted percentage is relatively small. 

Figures of merit of the calibration graphs are summarized 
in Table2. As can be seen, PLSR model offered good values 
for the different multivariate parameters. 
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Predicted vs. Reference 



Fig.4. Measured vs. Predicted values for Cow milk in binary 
mixtures Soy milk-Cow milk of external validation set. 


Table2. Statistical parameters carried out by external 
validation on PLSR 


RMSEP Bias 


-0.00238 2.3888 6. 923 


IV. Conclusion 


Quantitative analysis of food adulterants is an important for ' 1 6 ' 
health, wealth and economic issue that needs to be fast, simple 
and reliable. In this study, we arrived to develop a new [17] 
method based on ATR-FTMIR analysis associated with 
PLSR technique as a rapid, inexpensive and non destructive 
adulteration measuring tool, useful to determine the [is] 
percentage of Cow milk in the binary mixture with Soy milk. 

The PLSR model obtained from transformed infrared 
spectra gave correlation coefficients of 0.99 and root mean 
square errors of prediction (RMSEP) value of 2.3078. This [ 19 ] 
result demonstrated that proposed method guarantee good 
prediction of the percentage of Cow milk, as adulterant in Soy 
milk without sample preparation. Then, it can be used in dairy ^ 
industry for the reliable, cheap and fast quality control of raw 
material, ensuring a rapid authentication of final products to [ 21 ] 
be commercialized. 
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